
ARL 




ANALYTICAL RESEARCH LABORATORIES 

840 RESEARCH PARKWAY. SUITE 546 
OKLAHOMA CITY, OK 73104 
PHONE (405) 271-1144 
FAX (405) 271 -11 74 


Work Order 


ARL Number: 
Description: 
Client: 
Lot #: 
Date Received: 
PO Number: 
Entered By: 
Special Pricing: 


185270-01 Priority: Normal 

Ropiv 0 + 5%-Epi 1:1000- Ketor 30mg/mL-Clon PF OJmg/mL- Pericapsular Injection 
New England Compounding Center-MA / Framingham, MA 
08202012@101 

8/22/12 10:35 Storage: Sample Cabinet 

Matrix: Drug 

Cassy Hughes Container: Two syringes (3 mL, 10 mL) 

HPLC x 4/Sterility/Endotoxin 


Login and Sample Data 



Test Data 




Clonidinc 

OJ 

mg I 

Cion i dine 


0.0001 47 

% 

Epinephrine 

1 

mg / 

Ketorolac Tromethamine 

0,054 

% 

Ketorolac 

30 

mg / 

Epinephrine 


1 

mg 

Ropivacaine 

5 

mg / 

• 

Ropivacaine HCI 

0447 

% 

Test 


Method 

Analyst 

Date To Begin 

Date Tested 

Due Date 

HPLC x 4/Sterility /Endotoxin 







Endotoxin 


USP 85 

Microbiology 

08/22/2012 

08/27/2012 

08/27/2012 

Sterility 


USP71 

Microbiology 

08/22/2012 

08/22/2012 

08/2772012 

Clou i dine 


HPLC 

Erlir Majko 

08/22/2012 _ 

08/24/2012 

08/24/2012 

Ketorolac Tromethamine 


HPLC 

Brian Walker 

08/22/2012 

08/27/201 2 

08/24/2012 

Epinephrine 


HPLC 

Dillon Hayden 

08/22/2012 

08/28/2012 ’ 

08/24/2012 

Ropivacaine HCI 


HPLC 

Erlir Majko 

08/22/2012 

08/24/2012 

08/24/2012 


Condition of Sample: Ambient 20°C to 25°C (68°F to 77°F) 

Sample Description (size, no* of portions): 


Sample 

Note 

User 

Date 

185270-01 

Test Group Note: 



185270-01 

Client/Annette was contacted and notified on the 
result. The methodology was good on this analysis. 

The retention times, areas and %RSD were within 
parameter. Sample preparation was adequate. Samples 
from other clients passed in the same sequence* 

Alex Fang 

09/04/2012 12:56 


12 / 18 / 201215:41 
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